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INDIAN RAILWAYS . 


Energisation of Newly Converted BG Lines Road Nos . 3,4 , and 5 in Tambaram 

Station Yard from Loc . 28 /7 (km /ch . 28 /115 . 50 to loc .29 / 25B (km / ch .29 /650 .50 ) 
including Crossovers at Tambaram Yard in Chennai Beach - Villupuram Section 
in Chennai Division of Southern Railway at 25 KV , ac Single Phase Electric 
Traction . 
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INDIAN RAILWAYS . 


Energisation of Newly Converted BG Lines Road Nos . 3, 4 , and 5 in Tambaram Station Yard from Loc . 28 /7 

(km /ch .28 / 115 . 50 to loc .29 /25B (km /ch .29/650 . 50 ) including Crossovers at Tambaram Yard in Chennai Beach - Villupuram 
Section in Chennai Division of Southern Railway at 25 KV , ac Single Phase Electric Traction . 
[Forwarded Under Letter. No. 23674 /S & P2.2 /2013- 1 Tamil Development and Information (S & P /1. 2 ) Department, 

4th December 2013.] 
( Lr . No.E .320/X /Crs Vol.XI, 25th November 2013.) 

Proforma 10 -01 


“ PUBLIC NOTIFICATION ” 
No. II (1)/TDI/33 /2013 . 

Notice is hereby given to all users of Railway Lines and premises situated on the completed section of the under noted 
Sections of Southern Railway that the 25000 Volt , 50 Hz, ac , overhead traction wires will be energized on or after the date 
specified against the Section . On and from the same date the overhead traction line shall be treated as “LIVE ” at all times and 
no unauthorised person shall approach or work in the proximity of the said overhead line . 
Section 

Date 


15 - 12 -2013 


Newly Converted BG lines Road Nos. 3 , 4 and 5 in Tambaram 
Station Yard from loc . 28 /7 (km / ch . 28 /115 . 50 ) to loc . 29/ 25B 
(km /ch .29/650 .50 ) including crossovers at Tambaram Yard in 
Chennai Beach - Villupuram Section in Chennai Division of 
Southern Railway . 


Chennai-600 008 , 
25th November 2013. 


P . MANI, 
Deputy Chief Electrical Engineer/OHE /Construction, 
for Chief Electrical Engineer/Construction Southern 

Railway, Chennai Egmore . 
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